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sick in the British Army in Turkey and Bulgaria was
503, In July, when the Army was concentrated round
Varna, the number was 6,937. In September ij was
11,693; in November, 16,846; and in December, 19,479.
In January, 1855, the number of sick reached the
appalling total of 23,076. The loss from casualties
was less than one-eighth of the loss from the sufferings
of the winter. There was a want of boots, greatcoats,
medicines, and shelter. Officers clothed themselves in
rabbit-skins, and the men in bread-bags and rags. In
this state the Army was exposed to continuous
artillery fire in the open trenches and to pitiless and
freezing storms. The plateau on which it was
encamped was " a vast black waste of soddened earth,
when it was not covered with snow, dotted with little
pools of foul water and seamed by brown-coloured
streamlets strewn with carcases of horses."